
MTG Urinary Catheters 



MTG Catheters 



Medical Technologies of Georgia is wholly devoted to improving the quality of life for 
anyone using intermittent catheterization. At MTG, it's our goal to make self- 
catheterization of the bladder possible for anyone regardless of gender, disease, or 
disability. 

MTG is an American manufacturer of unique male, female, and pediatric catheters. 
Many users with hand and finger dexterity impairment find our technology to be life- 
changing, bringing independence to their bladder care program. Our patented MTG 
EZ-Advancer® valve holds the tube in place during insertion, preventing slippage back 
into the bag. For those with minimal finger dexterity, we offer our patented MTG EZ- 
Gripper®, created for utilization by tetraplegic (aka quadriplegic) users. If your doctor 
has prescribed intermittent catheters, MTG likely has as an answer for you. 

MTG Catheters are 100% latex-free, pre-lubricated, closed catheterization systems. 
Our soft, silicone introducer tip permits the catheter tube to bypass bacteria within 
the distal urethra, a primary source of contamination and UTI causing pathogens. 
There's comfort in knowing that proper use minimizes contamination of the bladder 
and reduces the risk of recurrent UTIs. In summary, our closed system is intended to 
Protect and Collect; protect the sterility of the catheter during the entire procedure 
and collect the urine upon voiding.. 



MTG EZ-Gripper® Urinary Catheters 



The perfect catheter for anyone with very limited hand dexterity. Our patented gripping 
handle outside the bag allows for easy advancement. The privacy bag is included for 
discreet disposal. 

For decades, tetraplegic patients have been 
prescribed external condom or indwelling Foley 
catheters for bladder management since most 
were incapable of intermittent urinary self- 
catheterization. The dexterity required to open 
the package, lubricate the catheter, etc., was 
more than most could accomplish, particularly 
at higher injury levels. MTG set a goal of 
developing a catheter that could be used, 
without help from a caregiver, for those with 
spinal cord injuries from C-4 through C-7 and 
for some people afflicted with Multiple 
Sclerosis. We believe that with the MTG EZ- 
Gripper®, we have achieved this goal. 
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MTG Cath-Lean® Urinary Female Catheters 

Our compact, "Mini-Pak" fits in your purse or pocket. 
Bringing catheters for travel, work, school, etc. is always 
convenient. After cathing, our very popular privacy bag for 
confidential disposal of catheter and supplies, is included. 
In every sense, MTG Cath-Lean® is 100% for women only. 
If you are in a wheelchair, and cannot easily transfer to the 
toilet, MTG Cath-Lean® enables you to cath in your chair or 
bed. The closed system is equipped with a 700ml collection 
bag. Simply insert the catheter, advance to the bladder, and 
as urine flows, the bag collects the fluid. 

When voiding is complete, gently remove the catheter and hold the bag upright to 
prevent spillage. If dexterity limitations are an issue, MTG Cath-Lean® includes our 
patented MTG EZ-Advancer® valve so as you advance the tube, it remains stable. 
Squeezing is not required to prevent the tube from slipping back. 




Please visit for more information 

; http://www.medtechga.com 



